2.000±0.010 


1.750+ 
- 
0.001 
0.000 


XXX 


M-HSLEEVE-XXX 


PURCHASE MATERIAL: STAINLESS STEEL HYDRAULIC SLEEVE 
2.000" OD X 1.750" ID 
ID: + 0.001"/-0.000, MAX 16 Ra FINISH 


SPECIFICATION: AISI 316L PER ASTM A276 


PART NUMBER: M-HSLEEVE-XXX 
LENGTH 


WHERE "XXX" = LENGTH IN INCHES 


EG. 144" LONG HYDRAULIC SLEEVE = M-HSLEEVE-144 


WEIGHT: 0.208 lbs / in 
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